From: Restek's Customer Response Team <crm@restek.com> 

Sent: Wednesday, September 26,2012 4:03 PM 

To: Farak, Sonja (DPH) 

Subject: Choose Resprep® SPE tubes for proven quality, cleanliness, and performance 


If you're having trouble viewing this email, you may see it online. 



Resprep® solid phase extraction (SPE) tubes are 
manufactured with specially cleaned sorbents and 
high-purity plastics to minimize background and 
help eliminate troublesome interference. In order to 
ensure reproducibility, every finished product goes 
through rigorous QC testing, targeted to specific 
applications whenever possible, and an extensive 
certificate of analysis details the results. In addition, 
each box contains multiple foil bags of tubes to 
improve shelf life and keep unused sorbents factory- 
fresh. If you want proven quality and superior 
cleanliness with method-specific performance, you 
want Resprep® SPE tubes. 


FREE samples are also available! 

Contact us or your local Restek representative. 



Restek U.S. 110 Benner Circle, Bellefonte, PA 16823, 1-814-353-1300, 1-800-356-1688, fax: 1-814-353-1309, 
www.restek.co m 

Restek France, phone: 33 (0)1 60 78 32 10, fax: 33 (0)1 60 78 70 90, www.restek.fr 

Restek Ireland, phone: 44 2890 814576, fax: 44 2890 814576, e-mail: rest ekirela nd@api,com 

Thames Restek U.K. LTD, phone: 44 1494 563377, fax: 44 1494 564990, www.thamesrestek.co . uk 

Restek GmbH, phone: +49 (0) 6172 2797 0, fax: +49 (0) 6172 2797 77, www,restekgmbh.de 

Restek Japan, phone: +81-3-6459-0025, fax: +81-3-6459-0025, e-mail: restekjapan@restek.com 
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Resprep® SPE tubes are available with 
the following sorbents: 

• Silica: Multipurpose 

• EPH Silica: Petroleum 

• Florisil® Adsorbent: Pesticides 

• CarboPrep® Adsorbent: Dirty Samples 









